SCREW 


FIGRE INSULATION-— 


“INSULECTRIC” SCREW DRIVERS. 


l‘irst quality tempered steel blades with discs of fiber 
inserted in the handle for insulation. Positive proof 
against shock up to 10,000 volts. Handles are New Eng- 
land hickory, natural finish and extra large to fit the hand. 
The large handle always appeals to mechanics. The fin- 
est screw driver made. 


Stock No. BT150 State length of blade. 


3x% inch blade. FEach....... $0.50 DOzel-aw. «os $ 5.50 
Sxfs inch blade. FEach....... -66 DOZEN ics «02 7.20 
Gx inch blade. Each....... -70 WOxzeras. -- 7.80 
8x}; inch blade. Each..... . 90 Dozen... .-- 10.20 
10x3g inch blade. EBach....... 1.30 Dozen... ... 14.40 


12x% inch blade. Each....... 1.40 DOZeCN swan we: 15,50 


